AMENDMENT NO. 7 DECEMBER 2019 
TO 
IS 13428 : 2005 PACKAGED NATURAL MINERAL 
WATER — SPECIFICATION 


(Second Revision) 
(Page 1, clause 3.1.5) — Insert the following new clause after 3.1.5: 


“3.1.6 Natural Spring Water — Natural spring water is natural mineral water 
which is derived from an underground formation from which water flows 
naturally to the surface of the earth at an identified location. Spring water shall 
be collected only at the spring or through a borehole tapping the underground 
formation feeding the spring. There shall be a natural force causing the water to 
flow to the surface through an orifice.’ 


(Page 2, clause 6.3) — Insert the following new clause: 


‘6.4 Natural spring water (see 3.1.6) shall comply with the requirements given 
in this standard as specified in 6.1, 6.2 and 6.3, except Total Dissolved Solids 
(TDS) content. TDS of natural spring water shall be not more than 750 mg/I.’ 


[Page 3, Table 2, SI No.(vi)] — Delete. 
[Page 4, clause 8.1 g)] — Substitute the following for the existing: 


“g) BEST BEFORE........ (DATE/MONTH/YEAR); or BEST 
BEFORE........ DAYS OR MONTHS FROM THE DATE OF PACKAGING/ 
MANUFACTURE (in capital letters);’ 


(Page 5, Annex A) — Substitute ‘IS 3025 (Part 5) : 2018 Odour (second 
revision)’ for ‘IS 3025 (Part 5) : 1983 Odour (first revision)’. 


(Page 5, Annex A) — Substitute ‘IS 3025 (Part 39) : 1991 Oil and grease 
(first revision)’ for ‘IS 3025 (Part 39) : 1988 Oil and grease’. 


(Page 5, Annex A) — Substitute ‘4905 : 2015 Random sampling and 
randomization procedures (first revision)’ for ‘4905 : 1968 Methods for random 
sampling’. 
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(Page 5, Annex A) — Substitute ‘5401 (Part 1) : 2012 Microbiology of 
food and animal feeding stuffs — Horizontal method for the detection and 
enumeration of coliforms : Part 1 Colony count technique (second revision)’ for 
‘5401 (Part 1) : 2002 Microbiology — General guidance for enumeration of 
coliforms Part 1 Colony count technique (first revision)’. 


(Page 5, Annex A) — Substitute ‘5402 : 2012 Microbiology of food and 


animal feeding stuffs — Horizontal Method for the enumeration of micro- 
organisms — Colony-count technique at 30°C (second revision)’ for ‘5402 : 
2002 Microbiology — General guidance for the enumeration of 


microorganisms — Colony-count technique at 30°C (first revision)’. 


(Page 5, Annex A) — Substitute ‘10500 : 2012 Drinking Water — 
Specification (second revision)’ for ‘10500 : 1991 Drinking Water (first 
revision)’. 


(Page 5, Annex A) — Substitute ‘12252 : 2017 Polyalkylene terephthalates 
(PET and PBT), their copolymers and list of constituents in raw materials and 
end products for their safe use in contact with foodstuffs and pharmaceuticals 
(first revision)’ for ‘12252 : 1987Polyalkylene terephthalates (PET and PBT) for 
their safe use in contact with foodstuffs, pharmaceuticals and drinking water’. 


(Page 5, Annex A) — Substitute ‘(Part 1) : 2013 Gross beta activity 
measurement (first revision)’ for ‘(Part 1) : 1994 Gross beta activity 
measurement’. 


(Page 6, Annex A) — Substitute ‘(Part 2) : 2013 Gross alpha activity 
measurement (first revision)’ for ‘(Part 1) : 1994 Gross alpha activity 
measurement’. 


(Page 6, Annex A) — Substitute ‘IS 15185 : 2016 Water quality — 
Detection and enumeration of Escherichia coli and coliform bacteria — 
Membrane filtration method for water with low bacterial background flora (first 
revision)’ for ‘IS 15185 : 2002 Water quality — Detection and enumeration of 
Escherichia coli and coliform bacteria — Membrane filtration method’. 


(Page 6, Annex A) — Substitute ‘IS 15187 : 2016 Water quality — 


Detection of Salmonella species (first revision)’ for ‘IS 15187 : 2002 Water 
quality — Detection of Salmonella species’. 


2 


Amendment No. 7 to IS 13428 : 2005 


(Page 6, Annex A) — Substitute ‘IS 15188 : 2012Water quality — General 
guidance on the enumeration of micro-organisms by culture (first revision)’ for 
‘IS 15188 : 2002 Water quality — General guidance on the enumeration of 
micro-organisms by culture’. 


(Page 6, Annex A) — Substitute ‘IS 15302 : 2003 Determination of 
aluminium and barium in water by direct nitrous oxide-acetylene flame atomic 
absorption spectrometry’ for ‘IS 15302 : 2002 Determination of aluminium and 
barium in water by direct nitrous oxide-acetylene flame atomic absorption 
spectrometry’. 


(Page 6, Annex A) — Substitute ‘IS 15303 : 2003 Determination of 
antimony, iron and selenium in water by electrothermal atomic absorption 
spectrometric method’ for ‘IS 15303 : 2002Determination of antimony, iron and 
selenium in water by electrothermal atomic absorption spectrometry method’. 
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